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1 The dev&sping plant ESTEM (Entvicklung und Fabrlkatlon Slektrotechniacher 
Measgaraete) (Developing and Manufacture of Electrotechnical Measuring 
Instruments), Wilhelminenhof Strasse, Berl in-Ober achoenewe ide , is 
quartered in the building of the former Xabelverke Obsrspree. It was 
previously subordinated to the Elaktroapparateuerk (Electrical Apparatus 
Plant) (EAW) in Treptow and now has a Soviet management. 

2 In 1952, the plant worked mainly on projects prescribed by the U.S.S.R. 
It was authorized to utilize only its remaining capacity for East German 
requirements,. 

3, Staff members include Dipl. Ing. Stanek (fnu), the head of the 
plants Michelson (fnu), chief of the laboratory; Dr. Walbel (fnu), an 
independent engineer, who works for the plant by contractual agreement. 
The labor force, composed of 370 persons, included 300 technicians and 
70 administrative employees. 
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